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Safety Warnings 



Standards: This product meets the following standards 



A 

A 



U.S. Federal Communications Commission 



RADIATED ENERGY 

Note: This equipment has been tested and found to comply with the limits for a Class A 
digital device pursuant to Part 15 of FCC Rules. These limits are designed to provide 
reasonable protection against harmful interference when the equipment isoperated in 
a commercial environment. This equipment generates, uses, and can radiate radio 
frequency energy and, if not installed and used in accordance with this instruction 
manual, may cause harmful interference to radio communications. Operation of this 
equipment in a residential area is likely to cause harmful i nterf erence i n which case 
the user will be required to correct the interference at his own expense. 
Note: Modifications or changes not expressly approved of by the manufacturer or the 
FCC, can void your right to operate this equipment. 



Industry Canada 



ThisClassA digital apparatus meets all requirements of the Canadian I nterference- 
Causing Equipment Regulations. 

Cetappareil numeriquede la classe A respecte toutes les exigences du Reglementsur 
le materiel brouilleur du Canada. 



RFI Emission EN55022 Class A sy 1 

WARNING: I n a domestic environment this product may cause radio interference in 

which case the user may be required to take adequate measures, ay 2 

Immunity EN 50082-1 «^ 3 

Electrical Safety E N 60950, U L 1950, CSA °m&y 4 

Laser EN 60825 ^5 

Important: Appendix A contains translated safety statements for installing this 

equipment. When you seethes/, go to Appendix A for the translated safety statement in 

your language. 

Wichtig: Anhang A enthalt ubersetzteSicherheitshinweisefur die I nstallation dieses 
Gerats. Wenn S\e ay sehen.schlagen Sie in Anhang A den ubersetzten Sicherheitshinweis 
in I h rer S prache nach . 

Vigtigt: Till aeg A indeholder oversatte si kkerhedsadvarsler, der vedrarer installation af 
dette udstyr. N ar De ser symbol et ay, skal De si a op i ti 1 1 aag A og fi nde de oversatte 
sikkerhedsadvarsler i Deres eget sprog. 

Belangrijk: Appendix A bevat vertaaldeveiligheidsopmerkingen voor het installeren van 
dezeapparatuur. Wanneer u de ay ziet, raadpleeg Appendix A voor vertaalde 
veiligheidsinstructies in uwtaal. 

Important: L 'annexe A contient les i nstructionsdesecurite relatives a I'i nstallation decet 
equipement. Lorsque vous voyez I e symbol eay, reportez-vous a I'annexeA pour consulter 
la traduction deces instructions dans votre langue. 

Tarkeaa: Liite A sisaltaa taman laitteen asentamiseen liittyvat kaannetyt turvaohjeet. 
Kun nae 6i/-symbolin, katso kaannettya turvaohjetta liitteesta A. 
Importante: I'AppendiceA contieneawisi di sicurezza tradotti per I'installazionedi 
questa apparecchiatura. II simboloa/, indica di consultare I'AppendiceA per I'avvisodi 
sicurezza nel la propria lingua. 

Viktig: Tiljegg A inneholder oversatt sikkerhetsinformasjon for installering av dette 
utstyret. Nar du ser ay, apner du til Til I egg A for a finneden oversatte 
sikkerhetsinformasjonen pa 0nsket sprak. 

Importante: O AnexoA contemadvertenciasdeseguranca traduzidas para instalar este 
equipamento. Quandovir osimboloai/, leia a advertencia desegurancatraduzida noseu 
idioma noAnexo A. 

Importante: El ApendiceA contiene mensajes deseguridad traducidos para la 
instalacidn deesteequipo. Cuandovea el simbolo^/ , vaya al ApendiceA para ver el 
mensajedeseguridadtraducidoa su idioma. 

Obs! Bilaga A innehaller oversatta sakerhetsmeddelanden avseendeinstallationen av 
denna utrustning. Nar du ser ay, skall du ga till Bilaga A for att lasa det oversatta 
sakerhetsmeddelandet pa ditt sprak. 
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Welcome to Allied Telesyn 



This guide contains instructions on how to install and configure the 
AT-MCF6xx and AT-MCF12xx Series Multichannel Ethernet Media 
Converters. 



Where to Find Web-based Guides 

The Allied Telesyn web site at www.alliedtelesyn.com provides you with an 
easy way to access the most recent documentation and technical information 
for all of our products. For product guides, you can go directly to the following 
web page: www.alliedtelesyn.com/techhome.htm. 



Documentation Conventions 

This guide uses several conventions that you should become familiar with first 
before you begi n to i nstal I the product. 



Note 

A note provides additional information. 



Caution 

A caution indicates that performing or omitting a specific action may 
result in equipment damage or loss of data. 



/*K Warning 

A warning indicates that performing or omitting a specific action may 
result in bodily injury. 
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Contacting Allied Teleysn 



For Technical Support and Services 



Americas 

United States, Canada, Mexico, 
Central America, South America 
Tel: 1 (800) 428-4835 
Fax: 1 (503) 639-3176 

Asia 

Singapore, Taiwan, Thailand, Malaysia, 
Indonesia, Korea, Philippines, China, 
India, Hong Kong 
Tel: (+65) 3815-612 
Fax: (+65) 3833-830 

Australia 

Australia, New Zealand 
Tel: 1 (800) 000-880 
Fax: (+61) 2-9438-4966 

France 

France, Belgium, Luxembourg, 
The Netherlands, Middle East, Africa 
Tel: (+33) 1-60-92-15-25 
Fax: (+33) 1-69-28-37-49 



Technical Support E-mail Addresses 



Germany 

Germany, Switzerland, Austria, Eastern 
Europe 

Tel: (+49) 30-435-900-126 
Fax: (+49) 30-435-70-650 

Italy 

Italy, Spain, Portugal, Greece, Turkey, 
Israel 

Tel: (+39) 02-416047 
Fax: (+39) 02-419282 



J apan 

Tel: (+81) 3-3443-5640 
Fax: (+81) 3-3443-2443 

United Kingdom 

United Kingdom, Denmark, Norway, 
Sweden, Finland, Iceland 
Tel: (+44) 1-235-442560 
Fax: (+44) 1-235-442680 



United States and Canada 
TSl@al I iedtelesyn.com 

Latin America, Mexico, Puerto Rico, Caribbean, and Virgin Islands 
latin_america@alliedtelesyn.com 

United Kingdom, Sweden, Norway, Denmark, and Finland 
support_europe@al I iedtelesyn.com 
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FTP Server 

Address: gateway.centre.com [lowercase letters] 
Login: anonymous [lowercase letters] 

Password: your e-mail address [requested by the server at login] 



For Sales or Corporate Information 



Allied Telesyn International, Corp. 

19800 North Creek Parkway, Suite 200 
BothelLWA 98011 
Tel: 1 (425) 487-8880 
Fax: 1 (425) 489-9191 



Allied Telesyn International, Corp. 

960 Stewart Drive, Suite B 

Sunnyvale, CA 94086 

Tel: 1 (800) 424-4284 (USA and Canada) 

Fax: 1 (408) 736-0100 



Tell Us What You Think 

If you have any comments or suggestions on how we might improve this or 
other documents, please fill out the "AT-MC F6xx and MCF12xx Installation 
Guide Feedback" on page 37 and return the form to us at the address or fax 
number provided. 
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A T-MCF6xx and A T-MCF12xx Multichannel 
Ethernet Media Converters 



The Ethernet AT-MCF6xx and the AT-MCF12xx Multichannel Media 
Converters are designed to extend the reach of your network by converting 
your twisted pair cabling into fiber optic cabling. These products, which 
transfer Ethernet data between lOBase-T and lOBase-FL technologies, enable 
you to quickly and easily interconnect the nodes in your network to distances 
of 2 kilometers (1.24 miles) to 15 kilometers (9.3 miles), depending on the 
model. With this product, remote devices and networks, which previously 
weredifficult to interconnect, areeasily interconnected to form one integrated 
network. 

The ports on the media converters are grouped into pairs, referred to as 
"channels," with each pair consisting of a lOBase-T twisted pair port and a 
lOBase-FL fiber optic port. Each channel functions as an independent media 
converter. The Ethernet AT-M CF 6xx unit features six channels, providi ng you 
with six individual media converters, while the AT-M CF12xx unit features 
twelve channels, giving you twelve individual media converters. 

The twisted pair ports are designed to operate with Category 3 or better 
cabl i ng at a speed of 10 M bps. The fi ber opti c ports al so operate at a speed of 
10 M bps and are available in a variety of connector types. Thefiber optic ports 
support IEEE standard Multimode F iber (MMF) or Single-Mode Fiber (SMF) 
cable. 

The multichannel media converters can be installed either as standalone 
units, such as on a table, or in a standard 19-inch rack. The units are easy to 
install and do not require any software configuration or software 
management. 
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System Models 

Table 1 lists the avail able system models. 



Table 1 Models of the AT-MCF6xx and AT-MCF12xx Multichannel Media Converters 



Model 


Number of Media 
Converter Channels 


Type of Fiber 
Optic Connector 


Type of Fiber 

Optic 

Cabling 


Maximum 
Distance 1 


AT-MCF6ST 


6 


ST 


M ultimode 


2 km (1.24 mi) 


AT-MCF6SC 


6 


SC 


Multimode 


2 km (1.24 mi) 


AT-MCF6VF 


6 


VF-45 


M ultimode 


2 km (1.24 mi) 


AT-MCF6SM 


6 


SC 


Single-mode 


15 km (9.3 mi) 


AT-MCF12ST 


12 


ST 


Multimode 


2 km (1.24 mi) 


AT-MCF12SC 


12 


SC 


Multimode 


2 km (1.24 mi) 


AT-MCF12VF 


12 


VF-45 


Multimode 


2 km (1.24 mi) 


AT-MCF12SM 


12 


SC 


Single-mode 


15 km (9.3 mi) 



1. The maximum distance may be less depending on the duplex mode of the nodes and the type of fiber optic 
cabling used with the media converter. 
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Features and Components 

Thissection describes the features and components of the AT-MCF6xx and 
AT-MCF12xx Multichannel Media Converters. Figure 1 illustrates the front 
panel of an AT-MCF6xx system. 




Figure 1 Front Panel of the AT-MC6xx Multichannel Media Converter (Model AT-MCF6SC) 



Figure2 illustrates the front panel of an AT-MCF12xx system. 




Figure 2 Front Panel of the AT-MCF12xx Multichannel Media Converter (Model AT-MCF12SC) 
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Twisted Pair and Fiber Optic Ports 

The twisted pair and fiber optic ports on the unit are paired together (see 
Figure 3). Each pair is referred to as a "channel "and each channel functions 
as an independent media converter. TheAT-MCF6xx Multichannel Media 
Converter has six channels while the AT-MCF12xx Multichannel Media 
Converter has twelve channels. 




Figure 3 Twisted Pair Port and Fiber Optic Port Channel (Model AT-MCF12SC) 



Twisted Pair Ports. The twisted pair ports are IEEE 802.3 lOBase-T compatible, 
and thus operate at 10 Mbps only. The ports require Category 3 or better 
cabling and allow for a distance of 100 meters (328 feet). 

The devi ces that you connect to the twi sted pai r ports must operate at 
10 Mbps. Toconnect a switch, hub, or router toa twisted pair port requires a 
straight-through cable. Toconnect a workstation toa twisted pair port 
requires a crossover cable. 

10Base-FL Fiber Optic Ports. The lOBase-F L fiber optic ports operate at 10 M bps 
and, depending on the model, function with multimodeor single-mode fiber 
optic cabling. 

The type of connector on the fiber optic ports will depend on the system model 
you purchased. Refer to Table 1 on page2 for a list of the available types of 
connectors. 
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Port LEDs 

Each channel on the media converter has a series of LEDs that you can use to 
monitor the status of the ports of the channel. Each twisted pair port has one 
LED labelled T-LNK that indicates whether or not a link has been established 
between the port and the node connected to the port. Each fiber optic port has 
two LEDs, one I abel I ed F -L N K that I i ghts whenalinkhas been establ i shed 
with the node connected to the port and another LED labelled Active that 
lights when the port is receiving traffic. 

Link Test Switch 

The Link Test switch is a fast and easy way for you to test the integrity of the 
fiber optic connections to the fiber optic ports on the multichannel media 
converter (see Figure 4). The AT-MCF6xx system has one Link Test switch 
which is used to test all six fiber optic ports on the unit. TheAT-MCF12xx has 
two Link Test switches; one switch is used to test the fiber optic ports in 
channels 1 through 6 and the second switch is used to test the fiber optic ports 
in channels 7 through 12 on the unit. 

r 1-6 LINKTEST ^ 
norm Q IS 

testQ ^ 



7-12 LINK TEST 
norm Q IS 

testQ * O 




Figure 4 Link Test Switch 



The Link Test switch is used after installation to verify that the unit and 
connections are operating properly, or whenever you need to test the fiber 
optic ports or the integrity of the fiber connections to the nodes connected to 
the ports. 

The LED next to the Link Test switch indicates the operating mode of the 
fiber optic ports. If theTest LED is lit amber, a link test is being performed on 
the fiber optic ports associated with the switch. The section "Verifying the 
I nstallation"on page 19 contains instructions for performing a link test. 
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Note 

The multichannel media converter will not pass network data when the 
Link Test switch is in the Link Test position. For normal network 
operations, the switch must be set to the Normal setting. 



Reset Button 

The Reset button allows you to reset the ports on the unit. You might need to 
reset the ports after completing the installation or after adding or swapping a 
power supply. You must reset the unit after a power disruption or whenever a 
general power fai lure status is observed. 

Missing Link Feature 

The MissingLink™ feature enables the twisted pair and fiber optic ports of 
each channel on the media converter to pass the "Link" status of their 
connections to each other. When a channel detects a problem with one of the 
ports, such as the loss of connection to a node, the channel shuts down the 
connection to the other port of the channel, thus notifying the node that the 
connection has been lost. 

For example, Figure 5 illustrates the two ports of Channel 1 on an 
AT-MCF6xx unit. The twisted pair port in Channel 1 is connected to a port on 
an AT-8224XL Ethernet switch and the fiber optic port is connected to an 
AT-3714FXL/SC Ethernet switch. If the fiber optic cable of the AT-3714F XL/ 
SC switch experiences a failure, the MissingLink feature in the channel will 
detect the problem and drop the I ink on the twisted pair port. I n this way, the 
AT-MCF6xx unit notifies the AT-8224XL Ethernet switch that the connection 
totheAT-3714FXL/SC Ethernet switch has been lost. Had the fai lure started 
with the twisted pair cabling, the MissingLink feature would have dropped 
the link to the fiber optic port. 




X 



Connected to an 
AT-8224XL Ethernet 
switch 



Connected to an 
AT-3714FXL/SC 
Ethernet switch 



Figures MissingLink Example 
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The value to this type of network monitoring and fault notification is that 
some hubs and switches can be configured to take a specific action in the event 
of the loss of connection on a port. I n some cases, the unit can be configured to 
seek a redundant path to a disconnected node or send out a trap to a network 
management station, and so alert the network administrator of the problem. 
I n the example above, once the AT-8224XL Ethernet switch realizes that its 
connection has been lost to the media converter, and, consequently, to the 
AT-3714FXL/SC switch, the switch can send a trap to the management 
station, alerting the network administrator of the problem. 



Note 

The MissingLink feature is disabled when you perform a link test with 
the Link Test switch. 



Duplex Mode 

The duplex mode refers to the manner in which a node sends and receives 
data on the network. Depending on its capabilities, a node can operate in 
either half-duplex mode or full-duplex mode. A node that is operating in half- 
duplex mode can either send data or receive data, but not both at the same 
time. A node that is operating in full -duplex mode can send and receive data 
simultaneously. Naturally, the best network performance is achieved when a 
node can operate at full-duplex, si nee the node is able to both send and receive 
data at the same ti me. 

The AT-MCF6xx and AT-MCF12xx Multichannel Media Converters are 
transparent to the duplex mode of the nodes that areconnected to their ports. 
That is, the units can operate with nodes operating at either half-duplex or 
full-duplex mode. However, the two nodes that are connected to the same 
channel on the media converter must operate with the same duplex mode. 

For example, assume that you connected a node operating at half-duplex to 
the twisted pair port of a channel on the media converter and a node operati ng 
at full -duplex to the fiber optic port of the same channel. This would bean 
invalid configuration and could adversely affect the performance of the 
network. Either the node connected to the twisted pair port would have to be 
changed to full-duplex (if it supports that capability), or the node connected to 
the fiber optic port would have to be changed to half-duplex. 
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Optional Redundant Power Supply Slot 

The rear panel of the multichannel media converter contains an expansion 
slot for an optional redundant power supply. When installed, the optional 
power supply shares the load of powering the unit with the standard power 
supply that comes with the system. If one power supply fails, the remaining 
unit assumes the role of providing all power to the system, thereby protecting 
the unit from a system failure. 

An LE D on the front panel of the unit reflects the status of the optional 
redundant power supply, if installed. When the redundant power supply is 
operating properly, its LED is a steady green. 

Both the redundant power supply and the main power supply can be "hot 
swapped. "This means that should either power supply fail, the failed unit can 
be removed and replaced with a new power supply whilethe unit is operating, 
without network operations being interrupted. 

Each power supply has its own power cord. By connecting the two power cords 
to outlets on separate power supply circuits, you increase the protection to 
your media converter from operational failure should a power circuit fail. 



Note 

A redundant power supply is strongly recommended for the 
AT-MCF12xx Multichannel Media Converter to help avoid a "single 
poi nt of f a i I u re" to as ma ny as t wel ve I i n ks. 



Power Inlet 

The unit does not have an ON/OFF power switch. Power is applied to and 
removed from the system by connecting and disconnecting the power cable. 

/\. Warning 

Power cord is used as a disconnection device: To de-energize 
equipment, disconnect the power cord, as' 10 
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10Base-T, Management, and RS232 Ports 

These ports (see F igure 6) are reserved for future development. 



10Base-T MANAGEMENT 




Figure 6 lOBase-T, Management, and RS232 Ports 



Network Topology 

The value of the AT-MCF6xx and AT-MCF12xx Multichannel Media 
Converters is that they al low you to extend the reach of your network and to 
interconnect widespread network devices and subnetworks into one 
integrated network. 

Figure 7 illustrates an example of a network that incorporates a model 
AT-MCF6SC unit to interconnect dispersed network devices. The model has 
SC type fiber optic connectors and a range of 2 kilometers (1.24 miles) on the 
fiber optic ports. At the top of the topology is an AT-8224XL Fast Ethernet 
switch. Six of the twisted pair ports on the switch areconnected to the six 
twisted pair ports on the AT-MCF6SC media converter. Fiber optic cabling 
from the AT-MCF6SC unit connects the media converter to the switches, 
hubs, and workstation that comprise the network. 
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AT-8224XL Ethernet Switch 




AT-3624T Ethernet Hub 
with an optional AT-A2 
Expansion Module 



Workstation 



Figure 7 Network Topology Example 
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Installing the Multichannel Media Converter 

The following sections explain how to install the unit onto your network. The 
unit can be installed as a standalone system (such as on a desk) or in a 
standard 19-inch rack. 

Selecting a Site for the Multichannel Media Converter 

Be sure to observe the foil owing requirements when choosing a site for your 
media converter: 

□ Select a site that is dust-free and moisture-free. 

□ Do not block the ventilation openings on the unit. The site should 
allow for proper heat dissipation from and adequate ventilation 
around the media converter. 

□ Be sure that the site will allow you to easily access the twisted pair 
cables, fiber cables, and power cord. 

□ Use dedicated power circuits or power conditioners to supply reliable 
power to the unit. 

□ Keep the media converter and twisted pair cabling away from sources 
of electrical noise, such as radios, electric motors, transmitters, 
broadband amplifiers, power lines, and fluorescent fixtures. 

Planning the Installation 

Refer to the foil owing guidelines when planning the installation of the media 
converter: 

□ All nodes connected to the ports on the media converter must operate 
at 10 M bps. 

□ The nodes connected to a same channel on the media converter must 
operate with the same duplex mode, either half-duplex or full-duplex. 
For example, you cannot connect a node operati ng at half-duplex toa 
twisted pair port and another nodeoperating at full-duplex to thefiber 
optic port of the same channel on the media converter. 

□ Refer to Table 2 for the twisted pair cabling specifications. 
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Table 2 Twisted P air Cabling Specifications 



Specifications 


Type 


Shielded or unshielded twisted pair 


Cable Category 


3 or better 


Maximum Distance 


100 meters (328 feet) 


External Device 


Network adapter card, repeater, switch, router, or hub 



□ Use a straight-through cable to connect a hub or switch to a twisted 
pair port on the multichannel media converter. Use a crossover cable 
to connect a workstation to a twisted pair port on the unit. 

□ Refer toTable 3 for the fiber optic cabling specifications. 

Table 3 FiberOptic Cabling Specifications 



Specifications 


Media 


50/125 micron multimode fiber (M M F) 
62.5/125 micron multimode fiber (MMF) 
9/125 micron single-mode fiber 1 (SMF) 


Maximum Segment 
Length 


Multi-mode fiber: 2 kilometers (1.24 miles) 
Single mode fiber: 15 kilometers (9.3 miles) 2 


External Devices 


Network Adapter Card, Repeater, Switch, or Router 



1. The single-mode fiber optic transmitter is rated as a Class 1 laser. 

2. This applies to the AT-MCF6SM and AT-MCF12SM models only. 
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□ Check the attenuation on the fiber opticcabling after installation. 
Refer toTable4for the maximum allowable loss budget. 

Table 4 Maximum Allowable Loss Budget 



Model 


Maximum Allowable Loss 
Budget 


Wavelength 


AT-MCF6ST 


20 dB (MMF) 


850 nm 


AT-MCF6SC 


20 dB (MMF) 


850 nm 


AT-MCF6VF 


20 dB (MMF) 


850 nm 


AT-MCF6SM 


13 dB (SMF) 


1310 nm 


AT-MCF12ST 


20 dB (MMF) 


850 nm 


AT-MC F12SC 


20 dB (MMF) 


850 nm 


AT-MCF12VF 


20 dB (MMF) 


850 nm 


AT-MCF12SM 


13 dB (SMF) 


1310 nm 



Checking the Multichannel Media Converter Package 



Your media converter package should include the foil owing items: 

□ OneAT-MCF6xx or AT-MCF12xx Multichannel Media Converter 

□ Rack mounting kit 

□ One AC power cord 

□ Four self-adhesive rubber feet 

□ This installation guide 

□ Warranty card 

If any of the above items are missing or damaged, contact your Allied Telesyn 
representative. 
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Reviewing Safety Precautions 

Please review the following safety precautions before you install the media 
converter. 

/K Warning 

Class 1 laser product. <sv 6 



Warning 

Do not stare into the laser beam, as* 1 



/\. Warning 

Electric Shock Hazard: To prevent electric shock, do not remove the 
cover. There are no user-serviceable parts inside. The unit contains 
hazardous voltages and should only be opened by a trained and 
qualified technician. Toavoid the possibility of ELECTRIC SHOCK, 
disconnect electric power to the product before connecting or 
disconnecting the LAN cables, as* 8 



/\. Warning 

Lightning Danger: Do not work on equipment or cables during periods 
of I i ghten i ng acti vi ty. <sw 9 



^\ Warning 

Power cord is used as a disconnection device: To de-energize 
equipment, disconnect the power cord. &^ 10 



/\. Warning 

Electrical-Type Class 1 Equipment: This equipment must be 
earthed. The power plug must be connected to a properly wired earth 
ground socket outlet. An improperly wired socket outlet could place 
hazardous voltages on accessible metal parts. 11 



^\ Caution 

Pluggable Equipment: The socket outlet shall be installed near the 
equipment and shall be easily accessible. <sw 12 



^\ Caution 

Air vents: The air vents must not be blocked on the unit and must have 
free access to the room ambient air for cooling. <s^' 13 
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Caution 

Operating Temperature: This product is designed for a maximum 
ambient temperature of 40°C. <s^ 14 



^\ Caution 

All Countries: Install this product in accordance with local and 
National E lectric Codes, as* 15 



Installing the Multichannel Media Converter as a Standalone Unit 

The multichannel media converter can be installed as a standalone unit (for 
instance, on a table) or in a standard 19-inch rack. To install the unit in a 
rack, go to the procedure "Installing the Multichannel Media Converter in a 
Rack" on page 17. To install the media converter as a standalone unit, perform 
these steps: 

1. Remove all equipment from the shipping package and store the package in 
a safe place. 

^\ Caution 

Do not remove the dust covers from the fiber optic ports on the 
multichannel media converter until you are ready to connect the cables. 
Dust contamination can adversely impact the operation of thefiber optic 
ports. 



2. Select a level, secure surface for the media converter. 

3. Remove the adhesive protecting sheet from the rubber feet included with 
the unit and affix thefeet to the corners on the bottom of the media 
converter, approximately 1 centimeters (0.39 inches) from each edge. 

4. Place the device horizontally on a hard, clean surface (for example, a table 
or desk), leaving free space around it for ventilation. 



Note 

Do not place theunit on other active, heat generating equipment and 
avoid placing other devices on top of the media converter. 



5. If you purchased a redundant power supply unit, install theunit by 
following the directions included with the unit. 
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Note 

Do not remove the back panel covering the expansion slot for the 
redundant power supply unless you intend to install the unit. 



6. Plug the power cord into the back of the unit and plug the other end of the 
power cord intoa power outlet. If you installed an optional redundant 
power supply, plug its power cord into the power supply and the other end 
intoa power outlet. 

Caution 

When connecting a power cord, you should always plug the power cord 
into the media converter first. Only after it has been securely installed 
should you plug the power cord into a power source. 



/\. Warning 

Power cord is used as a disconnection device: To de-energize 
equipment, disconnect the power cord. <s^' 10 



If you installed a redundant power supply, you should connect the 
multichannel media converter's two power cords to power outlets that are 
on different power circuits. This will protect the media converter from a 
loss of power should a power circuit fail. 

7. Remove the dust covers from the f i ber opti c ports. 

/K Warning 

Do not stare into the laser beam. <s^ 1 



8. Connect the twisted pair cables and fiber optic cables to their respective 
ports. As you connect the cables, observe these guidelines: 

□ To connect a hub or switch to a twisted pair port, use a straight- 
through cable. To connect a workstation to a twisted pair port, use a 
crossover cable. 

□ With ST fiber optic connectors, be sure to correctly connect thecables 
to the port connectors: that is, the transmitting (TX) fiber optic cable 
should be connected to the RX port and the receiving cable should be 
connected totheTX port. 

9. Press the Reset button on the front of the unit. 

10. Go to the procedure "Verifying the I nstallation"on page 19 for instructions 
on how to test the multichannel media converter. 
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Installing the Multichannel Media Converter in a Rack 

To install the unit in a 19-inch rack, perform the following steps: 

1. Removeall equipment from the shipping package and store the package in 
a safe place. 

Caution 

Do not remove the dust covers from the fiber optic ports on the 
multichannel media converter until you are ready to connect the cables. 
Dust contamination can adversely impact the operation of thefiber optic 
ports. 



2. Select a level, secure surface to prepare the media converter. 

3. I f you purchased an optional redundant power supply for the switch, 
install the redundant power supply by following thedirections included 
with the unit. 



Note 

Do not remove the back panel covering the expansion slot for the 
optional redundant power supply unless you intend to install the unit. 



4. Place the mounting bracket over the mounting holes on one side of the 
unit. 

5. I nsert the three screws provided with the unit and tighten with a suitable 
screwdriver, as shown in Figure8. 




Figure 8 Installing the Mounting Bracket 
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6. Repeat Step 4 and Step 5 to install the remaining bracket on the other side 
of the unit. 

7. I nsert the unit into a 19-inch rack and secure with suitable screws (not 
provided). 



Note 

To ensure adequate cooling, thereshould bea minimum of 1 centimeter 
(0.39 inches) of ventilation space between the unit and any other device 
installed in the rack. 



8. Plug the power cord into the back of the unit and plug the other end of the 
power cord intoa power outlet. If you installed an optional redundant 
power supply, plug its power cord into the power supply and the other end 
intoa power outlet. 



^\ Caution 

When connecting a power cord, you should always plug the power cord 
into the multichannel media converter first. Only after it has been 
securely installed should you plug the power cord intoa power source. 



^\ Warning 

Power cord is used as a disconnection device: To de-energize 
equipment, disconnect the power cord. <sw 10 



If you installed a redundant power supply, you should connect the media 
converter's two power cords to power outlets that are on different circuits. 
This will protect the unit from a loss of power should a power circuit fail. 

9. Remove the dust covers from the f i ber opti c ports. 

/j^ Warning 

Do not stare into the laser beam. ^ 1 
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10. Connect the twisted pair cables and fiber optic cables to their respective 
ports. As you connect the cables, observe these guidelines: 

□ To connect a hub or switch to a twisted pair port, use a straight- 
through cable. To connect a workstation to a twisted pair port, use a 
crossover cable. 

□ With ST fiber optic connectors, be sure tocorrectly connect thecables 
to the port connectors: that is, the transmitting (TX) fiber optic cable 
should be connected to the RX port and the receiving cable should be 
connected totheTX port. 

11. Press the Reset button on the front of the unit. 

12. Go to the next section, "Verifying the I nstallation, "for instructions on how 
to test the multichannel media converter. 

Verifying the Installation 

The procedure in this section has you test the unit by performing a link test. A 
link test will determine whether each fiber optic port on the unit is receiving a 
signal from the node connected toit. You should perform thistest immediately 
after you have installed the unit or whenever you need to test the integrity of 
the fiber optic connections to the fiber optic ports on the unit. To perform a 
link test, follow these steps: 

1. Verify that the Main LED is a steady green, indicating that the unit is 
receiving power. 

2. If you installed an optional redundant power supply, check that the BCKP 
LED is a steady green. 

3. Check to be sure that the fans for the main power supply and the 
redundant power supply, if installed, areoperating. 

4. Set the Link Test switch to the Test position. If you are installing an 
AT-MCF12xx unit, set both Link Test switches to the Test position. 

The Test LED next to the Link Test switch(es) should be amber. 



Note 

I n order to run a link test, the nodes connected to the ports on the 
multichannel media converter must be powered on and operating. 



5. Check that the F-LNK LE D for each fiber optic port on the unit is lit, 
indicating a link exists between the fiber optic port on the multichannel 
media converter and the node to which the port is connected. 
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6. I f one or more of the F -L N K L E Ds for the fi ber optic ports are not I it, go to 
the section 'Troubleshooting" on page 21. 

7. Set the Link Test switch(es) to Normal. 



Note 

The multichannel media converter will not pass network data when the 
Link Test switch is in the Link Test position. For normal network 
operations, the switch must be set to the Normal setting. 



The multichannel media converter is now ready for normal network 
operations. For information on operating theunit and on the LEDs, refer to 
the next section, "Operating the Multichannel Media Converter." 

Operating the Multichannel Media Converter 

The multichannel media converter does not require any software 
configuration or software management. The status of the unit can be 
determined by viewing the LEDs on the front of the unit. Table 5 lists the 
functions of the power supply LE Ds. Refer to Table 6 for the port LE Ds. 



Table5 Power Supply and Link Test Switch LEDs 



LED 


Color 


Indicates 


MAIN 


Green 

Weak or flashing 


The main power supply is functioning normally. 
The main power supply is failing or has failed. 


BCKP 


Green 

Weak or flashing 


The optional redundant power supply, if installed, is functioning 
normally. 

The optional redundant power supply, if installed, is failing or 
has failed. 


NORM 


Green 


The unit is not performing a link test. 


TEST 


Amber 


The unit is performing a link test on the fiberoptic ports 
associated with the Link Test switch. 



20 



AT-MCF6xx and AT-MCF12xx Installation Guide 



Table 6 Port LEDs 



LED 


Color 


Indicates 


T-LNK 


Steady Green 


A link exists between the twisted pair port and the node to 
which the port is connected. 


F-LNK 


Steady Green 


A link exists between the fiber optic port and the node to which 
it is connected. 


ACTIVE 


Flashing Amber 


The fiberoptic port is receiving data. 



Troubleshooting 



This section contains guidelines for troubleshooting the media converter in 
the event a problem occurs. 

If the MainLEDisOFF, check the following: 

□ Check to be sure that the power cord for the main power supply is 
securely connected to the power supply and the power outlet. 

□ Check that the power outlet has power by connecting another device 
to it. 

□ Checkthattheinputpowersourceiswithintheacceptablerange. For 
AC models, the range is between 100 and 240 VAC. 

If an optional redundant power supply is installed but the FJCKP LEDisOFF, 
check the foil owing: 

□ Check to be sure that the power cord for the redundant power supply 
is securely connected to the unit and the power outlet. 

□ Check that the power outlet has power by connecting another device 
to it. 

□ Press the Reset button on the front of the media converter to reset the 
unit. 

□ Checkthattheinputpowersourceiswithintheacceptablerange. For 
AC models, the range is between 100 and 240 VAC. 
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If the F-LN K LED for a fiber optic port is OFF, check the following: 

□ Check to be sure the node connected to the port is powered ON. 

□ Check to be sure that the fiber optic cable is properly connected to the 
fiber optic port. 

□ Check to be sure that the node connected to the port is operating at 
10 M bps. 

□ Ver i fy that the maxi mum al I owabl e I oss budget on the f i ber opt i c cabl e 
is within acceptable limits (seeTable4). 

If theT-LN K LED for a twisted pair port is OFF, check the following: 

□ Check to be sure the node connected to the port is powered ON. 

□ Check to be sure that the twisted pair cable is securely connected to 
both the port on the media converter and the node. 

□ If the twisted pair port is connected to a workstation, check to be sure 
that you used a crossover cable. (A crossover cable is not necessary 
when connecting a hub or switch toa twisted pair port on the media 
converter.) 

If a Link LED for a port is lit but there is communication problem with the 
port, check the foil owing: 

□ Check to be sure that the node connected to the port is operating at 
10 Mbps. 

□ Check to be sure that the duplex setting is set the same on the two 
nodes connected to the twisted pair and fiber optic ports of the 
channel. For example, if the node connected toatwisted pair portis 
set to full-duplex, then the node connected to its corresponding fiber 
optic port must also be set to full -duplex. 

Resetting the Unit 

I n some i nstances you might need to reset the unit. To do so, press the Reset 
button on the front of the unit for about 1 second. The LEDs on the unit will 
flash once, after which the unit is ready for normal network operations. 
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Technical Specifications 



Table 7 lists the technical specifications of the media converter. 

Table 7 Multichannel Media Converter Technical Specifications 



Standards and Compliance 


Supported Standards 


IEEE 802.3 lOBase Ethernet 


Electrical, Safety and EMC 


UL 1950 CSA 22.2 No. 950 
EN 60950 VCCICIassA 
FCC Class A EN50082-1 
ICESCIassA EN55022 Class A 
EN60825 


Physical Characteristics 


Dimensions (W x D x H) 


44.1 cm x 26.5 cm x 4.4 cm (17.3 in x 10.4 in x 1.75 in) 


Weight 


4.2 kg (9.2 lbs) 


Mounting 


Desktop or 19-inch standard rack 


Environment 


Maximum Operating 
Temperature 


0° C to 40° C (32° F to 104° F) 


Maximum Storage Temperature 


-25° C to 70° C (-13° F to 158° F) 


Humidity 


95% maximum (non-condensing) 


Fiber Optic Ports 


Fiber Wavelength 


850 nm 


Fiber Output Power 


Multi-mode devices: -20dbm or better 

Single-mode devices: -20dbm or better (SM models - 15 km) 


Input Sensitivity 


-30 dbm or better for all models 


ConnectorType 


ST, SC, orVF-45 


Twisted Pair Ports 


ConnectorType 


Shielded RJ -45 lOBase-T 


AC Power Models 


Input Supply Voltage 


110-120/200- 240 VAC, 50 to 60 Hz 


PowerConsumption 


35 watts maximum 


DC Power Models 


Input Supply Voltage 


48VDC/2A 


PowerConsumption 


50 watts maximum 
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Technical Support and Service 



You can contact the reseller or distributor whereyou purchased your product 
for local assistance. If local support is unable to resolve the problem, Allied 
Telesyn offers technical support via fax, e-mail or telephone. 

Refer to"Contacting Allied Teleysn" on pageviii for technical support 
telephone and fax numbers or www.alliedtelesyn.com for current world- 
wide office locations. 

Warranty 

The multichannel media converter has a limited lifetime warranty. 
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Appendix A 

Translated Safety and Emission Information 



Important: This appendix contains multiple-language translations for the 
safety statements in this guide. 

Wichtig: Dieser Anhang enthalt Ubersetzungen der in diesem Handbuch 
enthaltenen Sicherheitshinweise in mehreren Sprachen. 

Vigtigt: Dettetillaeg indeholder oversaettelser i fleresprog af 
sikkerhedsadvarslerne i denne handbog. 

Belangrijk: Deze appendix bevat vertalingen in meerderetalen van de 
veiligheidsopmerkingen in dezegids. 

Important: Cette annexe contient la traduction en plusieurs languesdes 
instructions desecu rite figurant dans ce guide. 

Tarkeaa: Tama liitesisaltaa tassa oppaassa esiintyvat turvaohjeet usealla 
ki el el la. 

Importante:questaappendicecontienetraduzioni in piu linguedegli awisi di 
sicurezza di questa guida. 

Viktig: Dettetillegget inneholder oversettelser til flere sprak av 
sikkerhetsinformasjonen i denne veiledningen. 

I mportante: E ste anexo contem traducoes em varies i di omas das advertenci as 
deseguranca nesteguia. 

I mportante: E ste apendicecontienetraducci ones en multiples idiomas de Ios 
mensajes deseguridad incluidosen esta guia. 

Obs! Denna bilaga innehaller flersprakiga oversattningar av 
sakerhetsmeddelandena i denna handledning. 
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or 1 

as 3 
as 4 

^ 5 A 
^ 6 A 
^ 7 A 

^11 ^ 



Standards: This product meets the foil owing standards: 



U.S. Federal Communications Commission 



RADIATED ENERGY 

Note: This equipment has been tested and found to comply with the limits for a 
Class A digital device pursuant to Part 15 of FCC Rules. These limits are designed 
to provide reasonable protection against harmful i nterference when the equipment 
is operated in a commercial environment. This equipment generates, uses, and can 
radiate radio frequency energy and, if not installed and used in accordance with this 
instruction manual, may cause harmful interference to radio communications. 
Operation of this equipment in a residential area is likely to cause harmful 
interference in which case the user will be required to correct the interference at his 
own expense. 



Note: Modifications or changes not expressly approved of by the manufacturer or 
the FCC, can void your right to operate this equipment. 





1 


ndustry Canada 



This Class A digital apparatus meets all requirements of the Canadian 
I nterference-Causing Equipment Regulations. 



Cetappareil numeriquede la classe A respecte toutes les exigences du Reglement 
sur le materiel brouilleurdu Canada. 



RF I Emission E N55022 Class A 

WARNING: I n a domestic environment this product may cause radio interference in 
which case the user may be required to take adequate measures. 

Immunity EN 50082-1 

Electrical Safety TUV-EN60950, UL1950, CSA 950 

Laser EN 60825 

SAFETY 

WARNING: Class 1 Laser product. 



WARNING: Do not stare into the laser beam. 



ELECTRICAL NOTICES 
WARNING: ELECTRIC SHOCK HAZAR 

To prevent ELECTRIC shock , do not remove the cover. No user-serviceable parts 
inside. This unit contains HAZARDOUS VOLTAGES and should only be opened by a 
trained and qualified technician. To avoid the possibility of ELECTRIC SHOCK, 
disconnect electric power to the product beforeconnecting or disconnecting the LAN 
cables. 

LIGHTNING DANGER 

DANGER: DO NOT WORK on equipment or CABLES during periods of 
LIGHTNING ACTIVITY. 

CAUTION: POWER CORD IS USED AS A DISCONNECTION DEVICE. TO DE- 
ENERGIZE EQUIPMENT, disconnect the power cord. 

ELECTRICAL -TYPE CLASS 1 EQUIPMENT 

THIS EQUIPMENT MUST BE EARTHED. Power plug must be connected to a 
properly wired earth ground socket outlet. An improperly wired socket outlet could 
place hazardous voltages on accessible metal parts. 
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ay 12 A PLUGGABLE EQUI PMENT, the socket outlet shall be installed near theequipment 
/\ and shall beeasily accessible. 

«^13 a CAUTION: Air vents must not be blocked and must have free access to the room 
ambient air for cooling. 



A 
A 
A 



6{y '' 14 A OPERATING TEMPERATURE: This product is designed for a maximum ambient 
temperature of 40° degrees C. 



ay ' ^ A COUNTRIES: I nstall product in accordance with local and National Electrical 

Codes. 



Normen: Dieses Produkt erfullt dieAnforderungen der nachfolgenden Normen. 
as-\ Hochfrequenzstorung EN 55022 KlasseA 



<s^2 a WARNUNG: Bei Verwendung zu Hause kann dieses Produkt Funkstorungen 

/!\ hervorrufen. In diesem Fall muBte der Anwender angemesseneGegenmaBnahmen 
ergreifen. 



Stbrsicherheit EN 50082-1 

<^4 ElektrischeSicherheit E N 60950, UL 1950, CSA 950 

<^5 Laser EN 60825 

SICHERHEIT 
«/6 WARNUNG: Laserprodukt der Klassel. 

A WARNUNG: Nichtdirekt in den Strahl blicken. 



A 
A 



«/8 A ACHTUNG: GEFAH RLICH E SPANNUNG 

Das Gehause nicht offnen. Das Gerat enthalt keine vom Benutzer wartbaren Teile. 
Das Gerat steht unter Hochspannung und darf nur von qualifiziertem technischem 
Personal geoffnet werden. Vor AnschluB der LAN-Kabel, Gerat vom Netz trennen. 



9 A GEFAHR DURCH BLITZSCHLAG 

GEFAHR: Keine Arbeiten am Gerat oder an den Kabeln wahrend eines Gewitters 
ausfuhren. 



A 
A 
A 



tfi^10 A VORSICHT:DAS NETZKABEL DIENT ZUM TRENNEN DE 

STROM VE RSORGU NG. ZUR TRENNUNG VOM NETZ, KABEL AUS DE 
STECKDOSE ZIEHEN. 



A GERATE DER KLASSE 1 

DIESE GERATE MGSSEN GEERDET SEIN. Der Netzstecker darf nur mit einer 
vorschriftsmaBig geerdeten Steckdose verbunden werden. Ein unvorschriftsmaBiger 
AnschluB kann die Metallteiledes Gehauses unter gefahrlicheelektrische 
Spannungen setzen. 

*^ 12 A STECKBARES GERAT: Die AnschluBbuchse sollte in der Naheder Einrichtung 
angebracht werden und leicht zuganglich sein." 



A 
A 



^13 A VORSICHT 

Die Entluftungsoffnungen durfen nicht versperrt sein und mussen zum Kuhlen 
freien Zugang zur Raumluft haben. 



«^14 A BETRIEBSTEMPERATUR: Dieses Produkt wurde fur den Betrieb in einer 
Umgebungstemperatur von nicht mehr als 40° C entworfen. 



A 
A 



<s^15 A ALLE LANDER: I nstallation muB brtlichen und nationalen elektrischen 
Vorschriften entsprechen. 
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Standarder: Dette produkt tilfredsstiller def0lgende standarder. 



as\ Radicfrekvensforstyrrelsesemission EN55022 KlasseA 

A 



«/! /^ ADVARSEL: I et hjemligt milj0 kunne dette produkt forarsage radio forstyrrelse. 
Bliver det tilfaeldet, pakraeves brugeren muligvis at tagetilstraekkelige 
foranstaltninger. 



&s% Immunitet EN 50082-1 

<s^4 Elektrisksikkerhed E N 60950, UL 1950, CSA 950 

^•5 Laser EN 60825 

SIKKERHED 

ADVARSEL Laserprodukt av klasse 1. 
&rl >\ ADVARSEL Stirr ikke pa stralen. 



A 
A 



8 A ELEKTRISKE FORHOLDSREGLER 

ADVARSEL: RISIKO FOR ELEKTRISK ST0D 
For at forebygge ELEKTRISK st0d, undlad at abne apparatet. Der er ingen indre 
dele, der kan repareres af brugeren. Denneenhed indeholder LIVSFARLIGE 
STR0M5P/ENDI NGER og b0r kun abnes af en uddannet og kvalificeret tekniker. 
For at undga risikofor ELEKTRISK ST0D, afbrydes den elektriskestr0m til 
produktet, f0r LAN-kablerne monteres eller afmonteres. 

A. FARE UNDER UVEJ R 

Z2\ FARE: UNDLAD at arbejdepa udstyr eller KABLER i perioder med 
LYNAKTI VITET. 



A 
A 



<*^10 A ADVARSEL: DEN STR0MF0RENDE LEDNING BRUGES TIL AT AFBRYDE 

STR0MMEN. SKAL STR0MMEN Tl L APPARATET AF BRYDES, tages ledningen 
ud af stikket. 



<s^11 A ELEKTRISK - KLASSE 1-UDSTYR 

DETTE UDSTYR KR/EVER J ORDFORBI N DELSE . Stikket skal vaereforbundet 
med en korrekt installeret jordforbunden stikkontakt. En ukorrekt installeret 
stikkontakt kan saettelivsfarlig spaending til tilgsengelige metaldele. 

et^12 UDSTYR TIL STI KKONTAKT, stikkontakten bor installeres naer ved udstyret og 

skal vaerelettilgaengelig. 



A 
A 
A 



<f "" 13 A ADVARSEL: Ventilationsabninger ma ikke blokeres og skal havefri adgangtil den 
omgivende luft i rummet for afkaling. 



<^14 jj^ BETJ ENINGSTEMPERATUR: Detteapparat er konstrueret til en omgivende 
temperatur pa maksimum 40 grader C. 



eu" 15 ALLE LANDE: I nstallation af produktet skal ske i overensstemmelse med lokal og 

national lovgivning for elektriske installationer. 
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«/ 2 jj^ WAARSCHUWI NG: Binnenshuis kandit product radiostoring veroorzaken, in welk 
geval degebruiker verplicht kan worden om gepaste maatregelen tenemen. 



Eisen: Dit product voldoet aan de volgendeeisen. 
RFI Emissie EN55022 KlasseA 

A 

Immuniteit EN 50082-1 

<^4 ElectrischeVeiligheid E N 60950, UL 1950, CSA 950 

^5 Laser EN 60825 

VEILIGHEID 
«/6 WAARSHUWING Klasse-1 laser produkt. 

esl A WAARCHUWING Neit in destraal staren. 



A 
A 



8 A WAARSCHUWI NGEN MET BETREKKING TOT ELEKTRICITEIT 
WAARSCHUWI NG: GEVAAR VOOR ELEKTRISCHE SCHOKKEN 
Verwijder het deksel niet, teneinde ELEKTRISCHE schokken te voorkomen. 
Binnenin bevinden zich geen onderdelen diedoor degebruiker onderhouden kunnen 
worden. Dit toestel staat onder GEVAARLIJ KE 5PANNI NG en mag alleen worden 
geopend door een daartoeopgeleideen bevoegdetechnicus. Om het gevaar op 
ELEKTRISCHE SCHOKKEN te vermijden, moet u het toestel van destroombron 
ontkoppelen alvorens de LAN-kabels te koppelen of ontkoppelen. 



9 A GEVAAR VOOR BL I KSE Ml NSLAG 

GEVAAR: N I ET aan toestellen of KABELS WERKEN bij BLIKSEM. 



A 
A 

A 



«^10 A WAARSCHUWING: HET TOESTEL WORDT UITGESCHAKELD DOOR DE 
STROOMKABEL TE ONTKOPPELEN.OM HETTOESTEL STROOMLOOSTE 
MAKEN: de stroomkabel ontkoppelen. 



<sv11 A ELEKTRISCHE TOESTELLEN VAN KLASSE 1 

DIT TOESTEL MOET GEAARD WORDE N . De stekker moet aangesloten zijn op een 
juist geaarde contactdoos. Een onjuist geaarde contactdoos kan de metalen 
onderdelen waarmee degebruiker eventueel in aanraking komt onder gevaarlijke 
spanning stellen. 

<?^12 AAN TE SLUITEN APPARATUUR, de contactdoos wordt in de nabijheid van de 

apparatuur gei'nstalleerd en is gemakkelijk te bereiken." 



A 
A 
A 
A 



^13 jj^ OPGELET: De ventilatiegaten mogen niet worden gesperd en moeten de 
omgevingslucht ongehinderd toelaten voor afkoeling. 

<sv14 jj^ BEDRIJ FSTEMPERATUUR: De omgevingstemperatuur voor dit produkt mag 
niet meer bedragen dan 40 graden Celsius. 



*^ 15 A ALLE LANDEN: het toestel installeren overeenkomstig de lokale en nationale 
elektrische voorschriften. 
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Normes: ce produit est conforme aux normes de sui vantes: 



as 1 Emission d'i nterferences radioelectriquesEN 55022 Classe A 

A 



«/! jj^ MISE EN GARDE : dans un environnement domestique, ce produit peut provoquer 
des i nterferences radioelectriques. Auquel cas, I 'uti I isateur devra prendre les 
mesures adequates. 



^3 Immunite EN 50082-1 

<s^4 Securiteelectrique E N 60950, UL 1950, CSA 950 

<s^5 Laser EN 60825 

SECURITE. 

ATTENTION Producit laser di classe 1. 

<sW yj^ ATTENTION Ne pas fixer lefaisceau des yeux. 

8 A INFORMATION SUR LES RISQUES ELECTRIQUES 
LJA AVERTISSEMENT: DANGER D 'ELECTROCUTION 

Pour eviter toute ELECTROCUTION, ne pas oter le revetement protecteur du 
materiel. Ce materiel necontient aucun element reparable par I 'uti I isateur. 1 1 
comprend des TENSIONS DAN GERE USES et nedoit etreouvert que par un 
technicien dument qualifie. Pour eviter tout risqued'ELECTROCUTION, 
debrancher le materiel avant de connecter ou de deconnecter les cables LAN. 



9 A DANGER DE FOUDRE 

DANGER: NE PAS MAN I E R le materiel ou les CABLES lors d'activite orageuse. 



A 
A 

EQU1PEMENT DE CLASSE 1 ELECTRIQUE 



A ATTENTION:LE CORDON D'ALI M E NTATI ON SERT DE MISE HORSCIRCUIT. 
POUR COUPER L'ALI MENTATION DU MATERI E L, debrancher le cordon. 



CE MATERIEL DOIT ETRE MIS A LATERRE. La prise de courant doit etre 
branchee dans une prisefemellecorrectement misea la terrecar des tensions 
dangereuses risqueraient d'atteindre les pieces metalliques accessibles a 
I 'uti I isateur. 

Gy 12 A EQUIPEMENT POUR BRANCHEMENT ELECTRIQUE, la prise de sortie doit etre 
pi acee pres de I 'equ i pement et faci I ement accessi bl e". 



A 
A 
A 
A 



as 13 ATTENTION: Ne pas bloquer les fentes d'aeration, ceci empecherait I'air ambiant 

decirculer librement pour le refroidissement. 

osU TEMPERATURE DE FONCTIONNEMENT: Ce materiel est capable detolerer 

une temperature ambiante maximum de ou 40 degres Celsi us. 



*^ 15 A POUR TOUS PAYS: Installer le materiel conformement aux normes electriques 
nationaleset locales. 
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Standardit: Tama tuoteon seuraavien standardien mukainen. 
Radioaaltojen hairinta EN 55022 Luokka A 



oyl a VAROITUS: Kotiolosuhteissa tama laite voi aiheuttaa radioaaltojen hairoita, missa 
/!\ tapauksessa laitteen kayttajan on mahdollisesti ryhdyttava tarpeellisiin 
toi menpiteisiin. 



^3 Kestavyys EN 50082-1 

<s^4 Sahkoturvallisuus E N 60950, UL 1950, CSA 950 

^•5 Laser EN 60825 

TURVALLISUUS 
A VAROITUS Luokan 1 Lasertuote. 



A 

as! VARIOTUS Ala katso sateeseen. 



A 



«/8 A SAHKOON LIITTYVIA HUOMAUTUKSIA 
VAROITUS: SAH KOI SKUVAARA 

Estaaksesi SAHKOISKUN ala poista kantta. Sisal la ei olekayttajan huollettavissa 
olevia osia. Tama laite sisaltaa VAARALLISIA J ANNITTEITA ja sen voi avata vain 
koulutettu ja pateva teknikko. Valttaaksesi SAHKOISKUN mahdollisuuden 
katkaisesahkbvirta tuotteeseen ennen kuin I i i tat tai irrotat paikallisverkon (LAN) 
kaapelit. 



A 

«^10 HUOMAUTUS: VI RTAJ OHTOA KAYTETAAN VI RRANKATKAI SU LAITTEENA. 



9 A SALAMANI SKUVAARA 

HENGENVAARA:ALATYOSKENTELE laitteiden tai KAAPELEI DEN 
KANSSA SALAMOINNIN Al KAN A. 



VIRTA KATKAI STAAN irrottamalla virtajohto. 

A SAH KO - TYYPPI LUOKAN 1LAITTEET 

TAMA LAITE TAYTYY MAADOITTAA. Pistoketaytyy liittaa kunnollisesti 
maadoitettuun pistorasiaan. Virheellisesti johdotettu pistorasia voi altistaa 
metalliosat vaarallisillejannitteille. 



A 



as\2 PISTORASIAAN KYTKETTAvA LAITE; pistorasia on asmnettava laitteen lahelle 

ja siihen on oltava esteetbn paasy." 



A 
A 
A 
A 



<s ^ 13 A HUOMAUTUS: I Imavaihtoreikia ei pida tukkia ja niilla taytyy olla vapaa yhteys 
ymparoivaan huoneilmaan, jotta ilmanvaihtotapahtuisi. 

<?<^14 jj^ KAYTTOLAmPOTI LA: Tama tuoteon suunniteltu ymparbivan ilman 
maksi mi I ampoti I al I e 40°C . 



A KAIKKI MAAT: Asenna tuote paikal listen ja kansal listen 
sahkoturvallisuusmaaraysten mukaisesti. 
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Standard: Questo prodotto e conforme ai seguenti standard. 
EmissioneRFI (interferenza di radiofrequenza) EN 55022 ClasseA 



a AVVERTENZA: in ambiente domestico questo prodotto potrebbe causare radio 
/!\ interferenza. In questo caso potrebbe richiedersi all'utentedi prenderegli adeguati 
prowedimenti. 



&s% Immunita EN 50082-1 

<s^4 Sicurezza elettrica E N 60950, UL 1950, CSA 950 

^•5 Laser EN 60825 

NORME DI SICUREZZA 
^6 AVVERTENZA Prodotto laser di Classel. 

AVERTENZA Non fissare il raggio con gli occhi. 



A 



8 A AVVERTENZE ELETTRICHE 

ATTENZIONE: PERI COLO DI SCOSSE ELETTRICHE 
Per evitareSCOSSE ELETTRICHE non asportare il coperchio. Lecomponenti 
interne non sono riparabili dall'utente. Questa unita ha TEN 51 ON I PERI COL OSE e 
va aperta solamenteda un tecnicospecializzatoequalificato. Per evitareogni 
possibility di SCOSSE ELETTRICH E, interrompere I'alimentazionedel dispositivo 
prima di collegareostaccarei cavi LAN. 



9 A PERICOLO DI FULMINI 

PERICOLO:NON LAVORARE sul dispositivo o sui CAVI durante 
PRECIPITAZIONI TEMPORALESCHE. 



A 

<s^11 ELETTRI CITA - DI SPOSITI VI DI CLASSE 1 



tft/10 A ATTENZIONE:IL CAVO DI ALI M E NTAZI ON E E USATOCOME DISPOSITIVO 
DI DISATTIVAZIONE. PER TOGLI E RE LACORRENTE AL DISPOSITIVO 
stacoareil cavodi alimentazione. 



QUESTO DISPOSITIVO DEVE AVE RE LA MESSA A TERRA. La spina deveessere 
inserita in una presa di corrente specif icamentedotata di messa a terra. Una presa 
non cablata in maniera corretta rischia di scaricare una tensione pericolosa su parti 
metallicheaccessi bili. 

ay 12 A APPARECCH I ATURA COLLEGABILE, la presa va installata vicinoaN'apparecchio 
per risultarefacilmenteaccessibile". 



A 
A 
A 
A 



*^ 13 A ATTENZIONE: le presed'aria non vannoostruiteedevonoconsentire il libera 
rici rcolo del I 'aria ambiente per il raffreddamento. 

<s^14 TEMPE RATURA DI FUNZIONAMENTO: Questo prodotto e concepito per una 

temperatura ambientale massima di 40 gradi centigradi. 



ay '^ A TUTTI I PAESI: installareil prodottoin conformita dellevigenti normative 
elettrichenazionali. 
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Sikkerhetsnormer: Dette produktet ti Ifredssti Her f0lgende sikkerhetsnormer. 
<w\ RFI straling EN55022 KlasseA 

«/ 2 * ADVARSEL: H vis dette produktet benyttestil privatbruk, kan produktet forarsake 
/!\ radioforstyrrelse. H vis dette skjer, ma brukeren ta denodvendigeforholdsregler. 

Immunitet EN 50082-1 

<^4 Elektrisk sikkerhet E N 60950, UL 1950, CSA 950 

^5 Laser EN 60825 

SIKKERHET 
«/6 ADVARSEL Laserprodukt av klasse 1. 

^7 ADVARSAL Stirr ikkepa stralen. 

^8 A ELEKTRISITET 

ADVARSEL: FARE FOR ELEKTRISK SJ OKK 

For a unnga ELEKTRISK sjokk, ma dekslet ikketas av. Det finnes ingen deler som 
brukeren kan reparerepa innsiden. Denneenheten inneholder FARLIGE 
SPENNI NGER, og ma kun apnes av en faglig kvalifisert tekniker. For a unnga 
ELEKTRISK SJ OKK ma den elektriske strommen til produktet vaereavslatt for 
LAN-kablenetil- eller frakobles. 



^ 9 >\ FARE FOR LYNNEDSLAG 

Z2\ FARE: ARBEID IKKE pa utstyr eller KABLER i TORDENV/ER. 

«^10 A FORSIKTIG: STR0MLEDNINGEN BRUKESTIL A FRAKOBLE UTSTYRET. 
Z2\ FOR A DEAKTIVISERE UTSTYRET, ma stromforsyningen koblesfra. 

ELEKTRISK -TYPE 1- KLASSE UTSTYR 

DETTE UTSTYRET MA J ORDES. Stromkontakten ma vaeretilkoplet en korrekt 
jordet kontakt. En kontakt som ikkeer korrekt jordet kan f0retil farlig spenninger i 
lett t ilgjengelige metalldeler. 

eu" 12 UTSTYR FOR STI KKONTAKT. Stikkontakten skal monteres i naerheten av utstyret 

ogskal vaereletttilgjengelig." 

•s^' 13 A FORSIKTIG: Lufteventilene ma ikke blokkeres, og ma ha fri tilgang til luft med 
romtemperatur for avkjol i ng. 

A DRIFTSTEMPERATUR: Dette produktet er konstruert for bruk i maksimum 
romtemperatur pa 40 grader Celsius. 



A 
A 
A 
A 



ar ' 15 A ALLE LAND: Produktet ma installeres i samsvar med de lokaleog nasjonale 
elektriske koder. 
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Padroes: E ste produto atende aos segui ntes padroes. 
as 1 Emissaode interferencia de radiofrequenciaEN 55022 Classe A 



&/■■! a AVISO: Num ambientedomestico este produto podecausar interferencia na 
/!\ radiorrecepcaoe, nestecaso, podeser necessarioqueoutentetomeas medidas 
adequadas. 



&s% Imunidade EN50082-1 

<s^4 Seguranca Electrica E N 60950, UL 1950, CSA 950 

^•5 Laser EN 60825 

SEGURANCA 

AVISO Produtolaser declasse 1. 
&sl AVISO Naool he fixamente para o raio. 

8 /\ AVISOS SOBRE CARACTERISTICAS ELETRICAS 
£j± ATENCAO: PERIGO DE CHOQUE ELETRICO 

Para evitar CHOQUE ELETRICO, nao retire a tampa. Naocontem pecas que 
possam ser consertadas pelo usuario. Este aparel ho contem VOLTAGE NS 
PERIGOSAS esddeveser abertopor umtecnicoqualificadoetreinado. Para evitar 
a possi bi I idadede CHOQUE ELETRICO, desconecteo aparel ho da fontedeenergia 
eletrica antes de conectar e desconectar os cabos da LAN . 

9 A PERIGO DE CHOQUE CAUSADO POR RAIO 

Z2\ PERIGO: NAO TRABALHE noequipamento ou nos CABOS durante penodos 
suscetiveisa QUE DAS DE RAIO. 

tft/'10 A CUIDADO: O CABO DE ALI M ENTACAO E UTI LI ZADO COMO U M 

/" DISPOSITIVO DE DESCONEXAO. PARA DESELETRI Fl CAR O EQU I PAM E NTO, 
desconecte o cabo de AL I M E NTACAO. 

<s^11 A ELETRICO -EQUIPAMENTOS DO TIPO CLASSE 1 

DEVE SER FEITA LIGACAO DE FIOTERRA PARA ESTE EQU I PAM E NTO. O 
pluguedealimentacaodeveser conectadoa uma tomada com adequada ligacaodefio 
terra. Tomadas sem adequada ligacaodefio terra podem transmitir voltagens 
perigosas a pecas metalicas expostas. 

<s/ ' 12 A EQU I PAM E NTO DE LIGACAO, a tomada electrica deveestar instalada perto do 
equipamentoeser defacil acesso." 



A 
A 
A 
A 



^ 13 A CUIDADO: As aberturasde ventilacao nao devem ser bloqueadas edevem ter acesso 
I i vre ao ar ambi ente para arrefeci mento adequado do aparel ho. 

<s^14 TEMPERATURADE FUNCIONAMENTO: Este produto foi pro] etado para uma 

temperatura ambi ente maxima de 40 graus centigrados. 



15 jj^ TODOS OS PAISES: I nstale o produto de acordo com as normas nacionais e locais 
para instalacoes eletricas. 
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Estandares: Esteproductocumplecon los siguientes estandares. 
ey"\ EmisionRFI EN55022 ClaseA 



<s^2 * ADVERTENCIA: en un entorno domestico, este producto puede causar 

/!\ radiointerferencias, en cuyocaso, puede requeri rse del usuario que tome las medidas 
quesean convenientes al respecto. 



&s% Inmunidad EN50082-1 

<s^4 Seguridadelectrica E N 60950, UL 1950, CSA 950 

^•5 Laser EN 60825 

SEGURIDAD 

«/6 A iADVERTENCIA! Producto laser Clasel. 



A 



as! /V iADVERTENCIAINomiratfijamenteel haz. 
/V AVISOS ELECTRICOS 

/" ADVERTENCIA: PELIGRO DE ELECTROCHOQUE 

Para evitar un ELECTROCHOQUE, no qui tela tapa. No hay ningun componenteen 
el interior al cual puede prestar servicioel usuario. Esta unidad contiene 
VOLTAJ ES PELIGROSOS y solodebera abrirla un tecnicoentrenadoy calificado. 
Para evitar la posibilidad de ELECTROCHOQUE desconecte la corrienteelectrica 
que Mega al producto antes deconectar odesconectar los cables LAN. 



<?^9 A PELIGRO DE RAYOS 

PELIGRO: NO REALICE NINGUN TIPO DE TRABAJ O O CONEXION en los 
equiposoen LOS CABLES durante TORMENTAS E LECTRI CAS. 



A 
A 

^ 11 ELECTRICO - EQUIPO DEL TIPO CLASE 1 



<s^10 A ATENCION: EL CABLE DE ALIMENTACION SE USA COMO UN DISPOSITIVO 
DE DESCONEXION. PARA DESACTI VAR EL EQUIPO, desconecteel cablede 
alimentation. 



ESTE EQUIPO TIENE QUE TENER CONEXION A Tl ERRA. El cabletieneque 
conectarse a un enchufe a tierra debidamente instalado. U n enchufe que no esta 
correctamente instalado podna ocasionar tensiones peligrosas en las partes 
metal icas que estan expuestas. 

ay 'W- >\ EQUIPO CONECTABLE, el tomacorriente se debe instalar cerca del equipo, en un 
I ugar con acceso faci I ". 



A 
A 
A 
A 



<x/13 /j^ ATENCION: Las aberturas para ventilation nodeberan bloquearsey deberan tener 
acceso I ibreal aireambiental del a sal a para su enfriamiento. 

<5V-14 TEMPE RATURA REQUERI DA PARA LA OPE R AC I ON: Este producto esta 

disenado para una temperatura ambiental maxima de40 grades C. 



^' 15 A PARA TODOS LOS PAISES: Monteel producto de acuerdo con los Codigos 
E I ectri cos I ocal es y national es. 
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Standarder: Denna produkt uppfyllerfoljandestandarder. 

Radiostorning E N 55022 Klass A 

6iy2 a VARNING: Denna produkt kan geupphovtill radiostbrningar i hemmet, vilket kan 
/!\ tvinga anvandaren till att vidtaga erforderliga atgarder. 

Immunitet EN 50082-1 

<^4 Elsakerhet E N 60950, UL 1950, CSA 950 

as 5 Laser EN 60825 

SAKERHET 

^6 VARNING! Laserproduktav klass 1. 

as'l VARNING! Laserstralning narenhetenar bppen. 



A 



8 A TILLKANNAGIVANDEN BETRAFFANDE ELEKTRICITETSRISK: 

RISK FOR ELEKTRISK STOTFor att undvika ELEKTRISK stbt, ta ej av locket. 
Det finns inga delar inuti som behbver underhallas. Denna apparat ar under 
HOGSPANNING och far endast oppnasaven utbildad kvalificerad tekniker. For att 
undvika ELEKTRISK STOT, koppla ifran produktens strbmanslutning innan LAN- 
kablarna anslutseller kopplasur. 



«/9 A FARA FOR BLIXTNEDSLAG 

FARA: ARBETA EJ pa utrustningen eller kablarna vid ASKVADER. 



A 
A 
A 



tft/10 A VARNING: NATKABELN ANVANDS SOM STR0MBRYTARE FOR ATT KOPPLA 
FRAN STROM MEN, dra urnatkabeln. 



^11 A ELEKTRISKT -TYP KLASS 1UTRUSTNING 

DENNA UTRUSTNING MASTE VARA J ORDAD. Natkabeln maste vara ansluten 
till ett ordentligt jordat uttag. Ett felaktigt uttag kan gora att narliggande 
metalldelar utsattsfbr hbgspanning. Apparaten skall anslutas till jordat uttag, nar 
den ansl uts till ett natverk. 

as<\l A UTRUSTNING M E D PLUGG. Uttaget skall installerasi utrustningens narhet och 
vara lattatkomligt". 



A 
A 
A 
A 



ay 13 jj^ VARNING: Luftventilerna far ej blockeras och maste ha fri tillgang till omgivande 
rumsl uft for avsval ni ng. 

as 14 jj^ DRIFTSTEMPERATUR: Denna produkt ar konstruerad for rumstemperatur ej 
bverstigande 40 grader Celsius. 



A ALLA LANDER: I nstallera produkten i enlighet med lokala och statliga 
bestammelser for elektrisk utrustning. 
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Appendix B 

AT-MCF6xx and MCF12xx Installation Guide 
Feedback 



Please tell us what additional information you would I ike to see discussed in 
this guide. If there are topics you would like information on that were not 
covered in this guide, please photocopy this page, answer the questions and 
fax or mail this form back to Allied Telesyn. The mailing address and fax 
number are at the bottom of the page. Your comments are valuable when we 
plan future revisions of this guide. 

I foundthefollowingthemostvaluable 



I would I ike the foil owing more developed 



I would find this guide more useful if 



Please fax or mail your feedback. Fax to 1-408-736-0100. Or mail to: 
Allied Telesyn International, Corp. 

c/oTechnical Communications 
960 Stewart Drive, Suite B 
Sunnyvale, CA 94086 USA 



PN 613-10830-00 Rev B 
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Appendix C 

Technical Support Fax Order 



Name 



Company 

Address 

City 

Zip/Postal Code 
Phone 



State/Province 



Country, 



Fax 



Incident Summary 

Model number of Allied Telesyn product I am using 

Firmware release number of Allied Telesyn product 

Other network software products I am using (e.g., network managers) 



Brief summary of problem 



Conditions (List the steps that led up to the problem.). 



Detailed description (Please use separate sheet) 

Please also fax printouts of relevant files such as batch files and configuration files. 
When completed, fax this sheet to the appropriate Allied Telesyn office. Fax numbers can be 
found on page viii. 
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